HEROES 


CHAPTER 158 


BLOODLINES 


PART 2 


Last Winter, Joseph tasked Arnold, sending him back in time. 
When Arnold never returned, Joseph and Sameul set out to find him. 
But the Arnold they found was now a feeble old man... 


ዘፎሃ FRIEND, 
መ YOU OKAY? 


THAT WAS 
QUITE THE SPILL 
you TOOK. 


.“ТІЕ THOSE ROPES TIGHT. THOUGHT WE WERE 
WE'VE A LONG WAY STAYING IN EUROPE TILL 
TO TRAVEL. THE WITCH-HUNT IN THE 
STATES WAS OVER? 


WE DON'T 
LEAVE FAMILY BEHIND. 
NO MATTER WHAT. ይ 


=> 


REMEMBER STORM, EX? W YOLR UNIFORM, 
THAT STORM LAST წ YOU REALLY АВЕ || ADAMZ WHAT 
NIGHT. REAL DOOZY, CLUELESS, THE HELL 
HELLO, THOUGHT IT'D TEAR AREN'T YOUZ HAPPENED? 
MY AMNESIAC THE ROOF RIGHT 


FREND. AND WHAT OFF MY HOUSE. 


x 


«SAME OLD 
STORY. 
- 


JUST WANTED TO 
SAY MY GOODBYES 
BEFORE HEADING OFF 
INTO THE SUNSET. 


BE SEEING YOU, 
| ERNIE. 
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X, 
OLD FRIEND. 
IT'S A LOT TO 
PROCESS. 


„МАБ WORKIN' FOR , 
THE CORPS OF ENGINEERS, | 
THERE WAS AN ACCIDENT. 4 
WHEN Т WOKE ЦР-- COULDN'T 
REMEMBER A THING. 
THEN THE TUMOR 
TOOK THE REST. 


BUT NOW... 
T REMEMBER YOU. 
JOSEPH. REMEMBER ALL OF YOU... 
REMEMBER WHAT WE CAN DO. 


HOW COULD I 
NOT ት My 
OWN NAME: 


ARNOLD. BORN 
IN 1976... 


= f J 

TWO YEARS FIND MY / 

AFTER MY | е ч ‘ | 
OWN SON/ ს 


7 WEEK, BUT HE 
YEARS OLD, BUT STOPPED. JUST 
INSTEAD ТМ AN OLD [ Ж 
MAN -- DYING FROM 

ል BRAIN TLIMOR. 


TOLD YOU 
COMING HERE WAS 
DANGEROLIS-- 


#// 


OF COURSE. Ж 


ARNOLD, T NEED TO ASK 
YOU SOMETHING... 
IT 15. IT'S ALL FUZZY, 
BITS № PIECES. THAT'S ANOTHER 
LIFE NOW... 


DO YOU REMEMBER 
WHY YOU WENT BACK? 
WHY YOU WERE 
IN 19612 


NOT 
IMPORTANT ANYHOW. 
TIME DEVOURS 
ALL THINGS. 


27 
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T OWED HIM THAT MLICH, TO SAVE HIS 
SON. THIS 16 ALL MY FAULT. 


NG 


а 
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IF THAT'S TRUE, 
HE'D HAVE NEVER HAD 
THAT SON OR FAMILY TO 
BEGIN WITH. YOU GAVE 
HIM THAT TOO. 
IN A SENSE. 


[мо MONTHS во... 


AND YOU'VE ALL 
BEEN LIVING OFF 

THE GRID. ALL 
THESE YEARS. 


ሎሪ 


OUR OWN KEEP, KEPT 


ARNOLD'S BOY 
15 DEAD. 


YOU'RE A SWEET GIRL LYDIA, ALWAYS 
FINDING THE BEST OF BAD SITLIATIONS. FELT 
THAT THE FIRST NIGHT T FOUND YOU-- 


TO BE 
CLEAR. UNDER 
NO CIRCUMSTANCES 
CAN YOU TELL SAMUEL 
WHAT YOU SHOWED ME. 
YOU'RE NEVER TO TELL 
HIM ABOLIT THAT MAN. 


WE'VE EARNED 
TO OURSELVES. 


CALL IT WHAT 
YOU WILL, BUT THE 
BARGAIN'S NOT FOR THEM. 
ONLY FOR MY BROTHER. 

HE'S THE ONE YOU WANT. 


AND HOW DO 
І KNOW YOU'LL 
KEEP LIP YOUR END 
OF THE DEAL? 


BECALISE THIS 15 HOW 
YOU FIND ME. 


BUT YOU'LL 
NEED ONE OF 
YS FOR IT TO 


OPERATE. 


THAT CAN BE 
ARRANGED. 


4... DID YOLI DO ITZ 
< “+ HIS GIRL CHARLIE [6 IT’S DONE. SAMUEL, NO ONE 
WHERE WE DISCLISSED? Ё DESERVES А FATE LIKE THAT... 
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ራ : В ' WHVHESENT ME WANTED 


ME TO 


ከ... ኣ።፡ KILL YOU. 
წ” 
REST NOW, . -,> 
OLD FRIEND. < АЕ 
REST/ - 2 
г. 2 ሐ j 
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“JUST YOU WAIT, 


= | BROTHER. JUST YOU 
À WAIT... 


THE END 


